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AT LEAST 2k HRS* 
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PLUG* PROBABLE CAUSE IS BAD ENG IGNITION EXCITER BOX* ENG 
ROLLBACK REQUIRED TO FIX* NO CAPABILITY OR IGNITION CIRCUIT 
PARTS 
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3, PLAN LAUNCH ARTICLE 10/12002 GF 62-3 3 * ETA 
10/1444Z a 


CALL SIGN 


'i! # ARTICLE WILL FLY 
PLUG* CONSIDER SAT ISF ACTOR Y THIS TYPE FLT 
DET REMAINING IN PLACE* 
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